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NOTICES 


FEDERAL  ENERGY 
ADMINISTRATION 

NATIONAL  UTILITY  RESIDUAL  FUEL  OIL 
ALLOCATION 

Supplier  Percentage  Notice  for  May  1975 

Pursuant  to  the  provisions  of  10  CFR 
211.163(b)(2).  211.165  and  211.166(d) 
(2),  the  Federal  Ekiergy  Administration 
(FEA)  hereby  provides  notice  of  the  vol¬ 
umes  of  residual  fuel  oil  allocated  to  each 
utility  and  the  percentage  of  such  voK 
umes  required  to  be  sui^lied  by  each 
supplier  fm*  delivery  in  May  1975.  This 
information  is  set  forth  in  the  Appendix 
below  to  this  notice.  Adjustments  of  cer¬ 
tain  supplier  base  period  F>ercentages 
have  be^  made  at  the  request  of  affected 
utilities  and  suppliers,  pursuant  to  the 
criteria  of  10  CTFR  205.25  and  are  re¬ 
flected  in  the  Appendix  below. 

Hie  utility  allocations  were  determined 
after  review  of  the  relative  availability 
of  supidies  of  residual  fuel  oil  for  alloca¬ 
tion  to  both  utility  and  non-utility  uses. 
In  calculating  the  allocation  level  for 
each  utility  the  FEA  considered  all  of  the 
factors  enumerated  in  10  CFR  211.163 
(b)  (2)  and  also  the  following  other 
factors: 

1.  Hie  data  contained  in  the  Federal 
Power  Cmnmlssion  (FPC)  Forms  23  and 
23 A  submitted  by  utilities; 


2.  Natural  gas  curtailments; 

3.  FEA’s  prediction  that  the  sunily 
level  of  residual  fuel  oil  is  expected  to 
generally  equate  to  the  total  demand. 

The  amounts  shown  in  the  Appendix 
below  are  the  quantities  of  residual  fuel 
oil  to  be  delivered  to  the  utilities  listed 
during  the  month  of  May  1975.  Some 
utilities  will  not  receive  any  allocation 
for  this  month  for  various  reasons  in¬ 
cluding  the  fact  that  these  utilities  bum 
other  fuels  primarily  and  use  residual 
fuel  oil  only  for  standby  purposes. 

The  Ai^ndix  below  provides  the 
names  of  the  suivliers  obligated  to  sup¬ 
ply  each  utility  and  each  supplier’s  per¬ 
centage  and  volume  of  each  month’s  al¬ 
location  to  a  utility.  The  first  column  of 
the  Appendix  lists  each  utility  with  its 
suppliers.  The  second  column  sets  forth 
the  recommended  FEA  bum  level  for 
May.  'The  third  and  fourth  columns  ino- 
vide  each  supplier’s  respective  percent¬ 
age  and  volume  share  of  a  utility’s  al¬ 
located  volume  of  residual  fuel  oU.  Hie 
flfth  column  provides  the  total  volume 
of  residual  fuel  oil  for  each  utility  fixan 
all  suppliers.  Following  the  name  of  cer¬ 
tain  suppliers,  an  additional  supplier  is 
shown  in  parentheses.  Hie  supplier  in 
parentheses  is  presumed,  on  the  basis  of 
the  best  information  availaUe,  to  be  the 
suiH>lier  of  the  utility’s  supplier.  Hiis  in¬ 
formation  is  provided  for  the  con¬ 
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venience  of  such  suppliers  and  the  FEA 
requests  that  any  additions  or  correc¬ 
tions  in  this  regard  be  forwarded  to  FEA 
Electrical  Utilities  Reports,  Code  47. 
Washington,  D.C.  20461. 

It  is  contemplated  that  corrections  or 
adjustments  to  delivery  levels  for  cer¬ 
tain  utilities  may  be  required  during  the 
month  of  May  to  avoid  undue  hardship. 
FEA  will  consider  special  circumstances 
such  as  unexpected  outages  which  may 
cause  fuel  consumption  to  exceed  FEA 
bum  levels  in  any  month.  Such  correc¬ 
tions  or  adjustments  shall  be  made  pur¬ 
suant  to  Subparts  B  and  C  of  10  CFR 
Part  205. 

FEA  expects  the  utilities  to  consume 
supplies  at  or  below  FEA  bum  levels, 
which  are  based  on  the  utilities’  pro¬ 
posed  bum  levels. 

The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data  de¬ 
rived  from  utilities’  filings  of  FPC  Forms 
23  and  23A.  Thus,  the  timely  submission 
of  these  forms  will  be  a  necessary  pre¬ 
requisite  to  receiving  future  allocations. 

Reports  should  be  addressed  to  FEA 
Electrical  Utilities  Reports,  Code  47, 
Washington.  D.C.  20461. 

Issued  in  Washington,  D.C.,  April 
1975. 

Robert  E.  Montgomery.  Jr., 
General  Counsel. 


23,  1975 
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APPENI/lX 

RESIDUAL  FUEL  OIL  ALLOCATIONS  TO  UTILITIES  FOR  THE  MONTH  OF  MAY  1975 


RECOMMENDED  BY  SUPl’LTER  TOTAL 

FEA  BURN  PCT  (BARRELS)  (BARRELS)' 


I.  KOF.THEAST  POWER  COORDINATING  COWJCIL  AREA  (NPCC) 


CONNECTICUT 


.ORTHEAST  irnr.ItTF.S  1,700,000  /  1,700,000 


AMERADA  !IESS  CORP 

TAD  JONES  CO  (GULF) 

VJYATT  I:JC  (EXXON) 

H  N  HARTWELT^SCN  INC  - 

68.0 

21.0 

10.0 

1.0 

1,156,000 

357,000 

170,000 

17,000 

iNITED  ILLUMINATING  CO 

TEXACO 

WYATT  INC  (EXXON) 

592,000 

87.0 

13.0 

515,040 

76,960 

592,000 

MAINE' 

MANGOR  HYDRO  ELEC.  CO. 

SPRAGUE 

8,095 

100.0 

8,095 

8,095 

CENTRAL  MAINE  POWER  CO. ' 
TEXACO 

211,000 

100.0 

211,000 

211,000 

0 

MAINE  PUBLIC  SERVICE  CO. 

DEAD  RIV.O.(SPR.\GUE) 

119 

100.0 

119 

119 

MASSACHUSETTS 

• 

iiOSTON  EDISON  CO. 

WHITE  FUEL  (TEX.ACO) 

EXXON 

S  PR. AGUE 

1,133,000 

46.0 

42.0 

12.0 

521,180 

475,860 

1  3.5 , 960 

1,133,000 

iJ'.ATNTREr.  F.l.rC.  LT.  DEPT. 

CK  SMITH  (GOLD.  EAGLE)  , 

1A,9B5 

100.0 

14,985 

14' 985 

F. .UTIL .  .ASSOC .  (MONTAUP.'-BI .ACKS) 
TEXACO 

178,000 

100.0 

178,000 

178,000 

FITCHBURG  G.AS  F.L. 

NORTHEAST  PETROLEUM 

^  4,000 

100.0  • 

4,000 

4,000 

HOLYOKE  GAS ‘.AND  r.LECTRTC 

WYATT  INC  (EXXON) 

9,1A0 

100.0 

9, 1^.0 

9,140 
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iEW  ENG.  ELEC  1,150,000  1,150,000 


ASIATIC*  PETRO  CORP 

GOLD  EAGLE 

PRULEASE 

60.0 
■  39.9 
.1 

690,000 

458,850 

1,150 

m-J  ENG.  G  &  E 

NEW  ENGLAiND  PETRO 

WHITE  FUEL  (TEXACO) 

402,000 

80.0 

20.0 

321,600 

80,400 

402,000 

PE.ABODY  ELECTRIC  LT  DEPT 

TAUI^'TON  MLTn.  LT 

QUINCY  OIL  CO  (EXXON) 

0 

112,844 

100.0  - 

112,844 

0 

112,844 

NEW  11A.MPSHIRE 

PUB  SER  OF  N.H. 

SPRAGUE 

CONOCO 

86,000 

26.3 

73.  ; 

22,618 

63,382 

86,000 

NEW  YORK 

CENTRAL  HUDSON  GAS  &  ELEC  CO 
AMERADA  HESS  CORP 

1,100,410 

100.0 

1,100,410 

1,100,410 

CONSOL  EDISON  OF  'AY 

NEW  ENGLrVND  PETRO 

EXXON 

A^^ERADA  HESS  CORP 

TEXACO 

3,765,000  ■ 

1 

1 

1 

45.5 

20.8 

22.3 

11.4 

1,713,075 

783,120 

839,595 

429,210 

3,765,000 

FREEPORT,  VILLAGE  OF 

BURNS  BROS  0.  (NEPCO) 

20,100  • 

100.0 

20,100  ' 

20,100 

LONG  ISLAND  LIGHT  CO.. 

NE\-J  ENGLAND  PETRO 

1,610,000 

100.0' 

1,610,000 

1,610,000 

NIAGARA  MOHAVJi;  POWT.R  CO. 

NEW  ENGLAND  PETRO 

635,086 

100.0 

635,086 

635,086 

ORANGE  S.  R0CK1..AND  UTILITIES 

NEW  engla:;d  petro 

HOWARD  FUEL  CORP 

AMERADA  HESS  CORP 

ASIATIC  PETRO  CORP 

974,257 

51.5 

11.2 

29.9 

7.4 

501,742 
109,117 
291,303 
72,095  • 

974,257 

ROCHESTER  G.AS  &  ELECTRIC 

ALLIED  0. 

MONOCO  OIL  COMPANY 

78,909 

29.7 
•  70.3 

2.3,436 

55,473 

78,909 

RHODE  ISLAND 

NEWPORT  ELECTRIC  CORP 

CK  SMITH 

7,275 

100.0 

7,275 

7,273 
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2.  MID- ATLANTIC  AREA  COORDINATION  AGREEMENT  (MAAC) 


DELAV7ARE 


DELMARVA  EVER  &.  LT 

STEUART  PETROLEUM  CO 

TEXACO 

GULF 

CONOCO 

495,000 

22.0 

5.0 

8.0 

65.0 

108,900 

24,750 

39 , 600 
321,750 

495,000 

DOVER,  CITY  OF 

TEXACO 

40,500 

100.0 

40,500 

40,500 

DISTRICT  OF  COLUMBIA 

POTOMAC  ELEC.  PRTl. 

ASIATIC  PETRO  CORP 

STEU.ART  PLTROLEl^I  CO 

1,268,000 

79.0 

21  .0 

1,001,720 

266,280 

1,268,000 

MARYLAND  • 

BALTIMORE  GAS  &  ELECTRIC 
AMERADA  HESS  CORP 

EX>:ON 

929,285 

52.7 

47.3 

489,733 

439,552 

92.9,265 

NE\>7  JERSEY  .  • 

ATLANTIC  CITY  ELECTRIC  CO 
A!-:ERADA  HESS  CORP 

CONOCO 

412,725 

1 

,  60.0 
'  40.0 

247,635 

165,090 

^12,725 

GPU  INTEGRATED  SYSTEM 

AMERADA  HESS  CORP 

SWANN  OIL  INC 
SHIPLEY-HIT>JBLE 

442,667 

94.0 

5.0 

1.0 

416,116 

22,134 

4,427 

442,677 

PUBLIC  SERVICE  ELECTRIC 
AMER.ADA  HESS  CORP 

EXXON 

1,421, '000 

78.0 

22.0 

1,108,380 

312,620 

1,421,000 

VINELAND,  CITY  OF  ELEC. 
BRITISH  PETRO LELT-I 

67,700 

100.0 

67,700 

67,700 

PENNSYLV.A-NIA 

■  • 

PENNSYLV.VNTA  PIT  (E-  LT 
PHILADELPHIA  ELECTRIC  CO. 

ARCO 

AMEPw\DA  H.ESS  CORP 

GULF 

NEW  ENGLAND  PETRO 

TEXACO 

r'  • »  t 

0 

830,000 

28  5 
21.5 
9.0 
2.1 

24.0 
•A  .  9 

236,550 

178,450 

74,700 

17,430 

1 99 , 200 

0 

830,000 
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3.  SOUTHEASTERN  ELECTRIC  RELIABILITY  COUNCIL  (SERC) 


FLORIDA 


FLORIDA  KEYS  ELEC  COOP 

0 

0 

FLORIDA  P  £c  L 

1,487,700 

1,487,700 

EXXON 

15.0 

223,155 

BELCHER  OIL  (EXXON) 

85.0 

1,264,545 

FLORIDA  POWER  CORPORATION 

2,207,000 

2,207,000 

EXXON 

60.0 

1,324,200 

AMERADA  HESS  CORP 

40.0 

382,800 

FORT  PIERCE,  CITY  OF 

57,400 

57,400 

NEW  ENGLAND  PETRO 

100. 0 

57,400 

GAINESVILLE,  CITY  OF 

95,961 

95,961 

EASTERN  SEABOARD 

100.0 

95,961 

GUI!F  POWER  CO. 

9,892 

9,892 

BAKER  SERVICE (EXXON) 

100.0 

9,892 

JACKSONVILLE  ELEC.  .AUTH. 

747  ,'458 

747,458 

VEN  FUEL  I:X 

32.6 

617,400 

AI-IERADA  HESS  CORP 

8.7 

65,029 

NEW  ENGL/VND  PETRO  ' 

8.7 

65,029 

KEY  LT:ST  UTILITIES 

67,000 

67,000 

STD.  OIL-KY 

100.0 

67,000 

LAKE  WORTH  UTIL  AL^THORITY 

0 

0 

LAKELAND  LIGHT  &  WVR  DEPT 

142,000 

142,000 

BELCHER  (STD.OIL-ICf) 

100.0 

1A2,000 

NEW  Sm^RNA  BEACH 

0 

‘ 

0 

ORLANDO  UTILITIES  COMM. 

309,000 

309,000 

NEW  ENGL.‘VND  PETRO 

- 

100. 0 

309,000 

SEBRING  ITIl.ITIES  COMM. 

8,872 

8,872 

UNION  OIL  OF  CA 

100.0 

8,872 

TALLAHASSEE,  CITY  OF 

137,228 

' 

137,228 

UrUON  OIL  OF  CA 

V 

100.0 

.  137,228  . 

TAMPA  ELECTRIC  CO. 

266,400 

. 

/ 

266,400 

WESTERN  (NEW  ENG  PET) 

100.0 

266,400 

•VERO  BEACH  >aJNICIPAL  POUXR 

36,918 

36,918 

BELCHER  OIL  (EXXON) 

100.0 

0 

36,918 
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GEORGIA 


3E0RGIA  POWER  COMPANY 
SAVANNAH  ELECTRIC  6.-.  POWER 
COLONIAL  OIL  (EXXON) 

CO 

0 

184,700 

100.0 

184,700  . 

0 

184,700 

MISSISSIPPI 

MISSISSIPPI  POWER  CO. 

ERGON  (INTL  TRADING) 
BAKER  SERVICE  (EXXON) 

65,680 

45.0 

55.0 

29,556 

36,124 

65,680 

SOUTH  MISSISSIPPI  ELEC 
SOUTHLND  OIL 

AMERADA  HESS  CORF 

70,690 

83.0 

17.0 

58,673 

12,017 

70,690 

NORTH  CAROLINA 

. 

CAROLINA  POWER  &  LT. 

0 

O 

SOUTH  CAROLINA 

S. CAROLINA  ELEC  &  GAS  CO  . 
EXXON 

419,524 

100.0 

419,524 

419,524 

S. CAROLINA  PUB  SERV  AUIH 
AMERADA  HESS  CORP 

5,966 

100.0 

5,966 

5,966 

VIRGINIA 

VIRGINIA  ELECTRIC  POWT-R 
EXXON 

AMERADA  MESS  CORP 

AMOCO 

1 

,876,700 

56.0  1 

19.7 

24.3 

,050,952 

369,710 

456,038 

1 ,876 , 700 

4.  SOUTir.-JEST  POWER  POOL 

COORDi: 

> 

NATION  COU:\CIL  (SPP) 

ARK.ANSAS 

ARiCANSAS  ELEC  COOP 

LOGICON-INC  (SHELL) 

E  L  BRIDE  (TEXACO) 

112,325 

80.0 

20.0 

89,860 

22,465 

112,323 

JONESBORO  W.ATER  A.ND  LIGHT 

PL 

0 

*  0 

.  COLORADO 

CT&U,  S.COLO  PUTv  DIV 

0 

0 
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KANSAS 


CENTRAL  K/vNSAS  PLTl 

3,A00 

3,400 

GR ,  PLS  (CR  A- FARMLAND) 

100.0 

3,400 

CHANUTE,  CITY  OF 

1,616 

• 

1,616 

MID  AMER  REFINING 

100.0 

1,616 

CLA.Y  CENTER  LTOTR 

0 

0 

CARTER  WR 

100.0 

0 

COFFEYVILLE  LT  &  ?m 

0 

0 

CT&U,  WESTERN  PLTl  DIV 

0 

0 

AMOCO 

73.0 

0 

NORTH  AMER  PETRO 

23.0 

0 

CARTER  WFR 

4.0 

0 

KANSAS  GAS  &  ELEC. 

200,000 

200,000 

.  FRONTIER  PRODUCTION 

15.3 

30,600 

ASPH.  6c  PETRO.  IND. 

84.7 

169,400 

ICANSAS  PO\vT:R  &  LIGHT  • 

100,000 

100,000 

PHILLIPS  PETROLEUM 

46.1 

46,100 

GR.PLS 

38.4 

38,400 

NTL  COOP  REFINERY 

15.5 

15,500 

EARNED  LT'R  6c  ELEC 

261 

261 

CARTER  WTR 

100.0 

261 

MCPHERSON  BD  OF  PUB  LTIL 

0  . 

0 

NTL  COOP  REFINERY 

1 

100.0 

0 

OTTAWA  WTR'  L  LT 

0  t 

0 

CARTER  \^R  (AMOCO) 

• 

100.0 

0 

LOUISIANA 

CENTRAL  LOUISIANA  ELECTRIC  CO 

6,500 

6,500 

FALCO 

66.7 

4,336 

ATLAS  (PENNZOIL) 

33.3 

2,164 

JONESBORO  POWER  &  LIGHT 

0 

- 

0 

MIDDLE  SOUTH  SERVICES 

1,709,000 

1,709,000 

MURPHY  OIL  CORP 

30.0 

512,700 

TAUBER  OIL  CO 

20.5 

350,345 

SHELL 

21.3 

364,017 

EXXON 

12.9 

•  220,461 

GULF 

9.5 

162,355 

ERGON  INC  (EXXON) 

3.8 

64,942 

E  L  BRIDE  (OKC  REF.) 

1.7 

29,053 

REESE  OIL  (SUN  OIL) 

.3 

5,127 

SOimn^ESTERN  ELECTRIC  POWER 

42,000 

42,000 

100.0 

o 

o 

o 
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MISSISSIPPI 


LARKSDALE  RTR  &  LT  • 

•8,693 

8,693 

SOUTHLAND  OIL 

100.0 

8,693 

AZOO  CITY  PUB  SERV 

0 

0 

SOUTHLND  OIL  (HOWELL) 

100.0 

0 

MISSOURI 

.MPIRE  DIST  ELEC 

0 

- 

0 

E  L  BRIDE 

* 

100.0 

0 

T  JO'SEPH  LT  & 

0 

‘  0 

E  L  BRIDE 

100.0 

0 

OKLAHOMA 

jlacicaTEll  \-rrR  &  lt 

0 

0 

5KLAH0MA  GAS  &  ELEC 

0 

0 

.'ESTERN  FARMERS  ELEC  COOP 

0 

0 

MCPHERSON  BROS 

100.0 

0 

TEXAS 

- 

;ULF  STATES  UTILITIES 

25,000  • 

. 

25,000 

COASTAL  STATES  ^^KTG 

37.5 

9,375 

TENNECO 

16.1 

4,025 

LAJET 

A.O 

1,000 

EXXON  ■ 

..  20.1 

5,025 

SOUTH  HA.MPTON  CO 

22.3 

5,575 

5.  ELECTRIC  RELIABILITY  COUNCIL 

OF  TEXAS 

(ERGOT)  ■ 

\USTIN  CITY  ELEC  DEPT 

39,818 

39,816 

TESORO 

100.0 

39,818 

:'RAZOS  ELEC  COO? 

0 

0 

i.VRY/\N,  CITY  OF 

2,110 

2,110 

PETROLEIT'I  T£:T(3  RIVERS) 

100.0 

2,110 

DALLAS  POWTR  LT 

0 

• 

0 

WINSTON  REF  CO 

18.2 

0 

KERR  MCGEE  OIL  CO 

.18.9 

0 

J&W  REFINING 

47.2 

0 

BEE  OIL  &  REFINING 

15.6 

0 

OAKLAND,  CITY  OF 

0 

0 

PRIDE  REFINERY  INC 

74.7 

0 

DELTA  REFINING  CO 

25.3 

0 
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lOUSTON  LIGHT  &  PI^^R  '  . 

0  • 

0 

AMERADA  HESS 

ido.o 

0 

LORTR  COLORADO  RIVER  AUTH 

0 

0 

•lEDINA  ELEC  COOP 

0 

SAN  ANTONIO  PUB  SERV 

2,186 

2, 

TESORO 

100.0 

2,186 

FEXAS  ELEC  SERV 

0 

0 

FEXAS  P\vR  &  LT 

0 

• 

0 

LA  GLORIA  OIL  &  GAS  CO  ' 

* 

31.1 

0 

J&W  REFINING 

49.0  - 

A 

\y 

KERR  MCGEE 

19.9 

0 

.-TEST  TEXAS  UTIL 

0 

0 

PRIDE  REFINING  INC 

100.0 

0 

6.  MID-Al-IERICA  INTERPOOL  NE™RK  (MAIN) 


ILLINOIS 


commont:ealth  ldison 

•  ALLIED  0. 

CLARK  OIL  &  REF. 

CO. 

CORP 

390,000 

9C.0 

2.0 

382,200 

7,800 

390,000 

ILLINOIS  port:r  CO. 

•  ALLIED  0. 

45,000  ! 

1 

100.0 

45,000 

45,000 

MISSOLTII 

- 

UNION  ELECTRIC 

APEX  OIL  CO 

46,000 

100.0 

•  46,000 

46,000 

WISCONSIN 

s. 

• 

SUPERIOR  RTR  &  LT 
l-IURPHY  OIL  CORP 

•  10,715 

100.0 

10,715 

10,715 

WISCONSIN  ELEC  PV.T^ 

INDUST  .FUEL  &  ASPHALT 

0 

100.0 

0 

0 

V  • 

7.  MID- CONTINENT  AREA  RELIABILITY  COORDINATION  AGREEMENT  (M.ARCA) 

IOWA 

ATLANTIC  MUNICIPAL  UTILITIES  0  0 

MCMIIL.VN  OIL  CO  100.0  0 
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INTERSTATE  POWER 

NORTlI\vJESTERN  REF 

18,531 

100.0 

18,531 

18,531 

LAMONI  MUNIC 

0 

0 

MINNESOTA 

AUSTIN  UTILITIES 

NORTIUJESTERN  REF 
,  GUSTAFSON  OIL  CO 

W  H  BARBER 

0 

48.3 

33.0 

18.7 

0 

0 

‘  0 

0 

FAIRMONT  WTR  &  LT 

MARSHALL  MUNICIPAL  Ul'IL 

E  L  BRIDE 

0 

0 

100.0 

0 

0 

0 

MINIn’ESOTA  PWT^  &  LT 

MURPHY  OIL 

21,200 

100.0 

21,200 

21,200 

NORTHERN  STATES  PU'R 

e  l  bride  ( TEXACO, v:c) 

500 

100.0 

500 

500  . 

owatonna  mun.  util. 
north\vT:stern  ref 

GUSTAFSON  OIL  CO 

1,212 

oo 

do 

727 

485 

1,212  . 

WORTHINGTON,  CITY  OF 

ALLIED  0. 

0 

100.0 

0 

0 

NEBRASKA 

CENTRAL  NEBRASKA 'PUBLIC 
FARMLAND  INDUSTRIES 

.0 

100.6 

0 

0 

FAIRBURY  LT  &  WT'R 

CARTER  WTR  '(TEXACO) 

100 

100.0 

100 

100 

GRAND  ISI..-\ND  ELEC 

E  L  BRIDE 

17,143 

1-00.0  ■ 

17,143 

17,143 

HASTINGS  UTILITIES  DEPT 

CARTER  WTR 

0 

100.0 

0 

0 

LINCOLN  ELECTRIC  SYSTEM 

E  L  BRIDE  CO 

0 

100.0 

• 

0 

0 

NEBRASKA  PUBLIC  POWER  DIST- 
PANHANDLE  COOP  ASSOC 

0 

100.0 

0 

0 

OMAHA  PUB  PWR  DIST 

MILDER  OIL  CO 

0 

100.0 

0 

0 
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WISCONSIN 


LAKE  SUPI:RI0R  DIST  PUTl 
DOME  PETROLEUM 


A,  100 


100.0 


A,  100 


A,  100 


8.  EAST  CENTRAL  AREA  RELIABILITY  COORDINATION  AGRELTIENT  (ECAR) 


MICHIGAN 


CLINTON  LT  &  \^^rR 

CRYSTAL  REFINING  CO 

600 

100.0 

600 

600 

CONSIDERS  POWER 

CONSUMERS  PLU-CRUDE 

LAKESIDE  REFINING  CO 

OSCEOLA  REFINING  CO  . 

TOTAL  LEONARD  INC 

MURPHY  MI. DIV.. AMOCO 
ENTERPRISE -OIL  CO 

BORON  OIL  (STANDARD) 

INDUST  FUEL  &  A.SPHALT 

RUPP  OIL  COMILANY 

GLADIEUX  REF 

662,438 

54.0 

14.0 

8.0 

4.0 

6.0 

6.0 

3.0 

2.0 

2.0 

I.O 

357,717 

92,741 

52,995 

26,498 

39,746 

39,746 

19,873 

13,249 

13,249 

6,624 

662,433 

DETROIT  EDISON  CO. 

SUN  OIL  LTD 

CANADIAN  FUEL  MKTPS 
ENTERPRISE  OIL  CO 

PETRO  PRODUCTS 

MARATHON  OIL 

724,388 

i 

1 

1 

70.0 
9.9 
•  4.8 

5.4 
9.9 

507,072 

71,714 

34,771 

39,117 

71,714 

724,335 

GRAND  HAVEN  BD  PUB 

OSCEOLA  REF 

2,248 

100.0 

2,248 

'  2,243 

HILLSDALE  BD  OF  PUB  \:ORKg 

LEWIS  (GLADIEUX  REF) 

935 

1  po’.  0 

935 

^  935 

OHIO 

• 

CLEVEL.-VND  ELEC  *  ILLL^IIN.ATING 
ALLIED  0.. (ASHLAND) 

120,013 

lop.o 

120,013 

120,013 

TOLEDO  EDISON 

SUN  OIL  . 

1,071 

100.0 

1,071 

1,071 

‘  PENNSYLVANIA 

ALLEGHENY  POWER  SERVICE 

ALLIED  0.  (NEPCO)  ' 

0 

100.0 

0 

0 
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9.  WESTERN  SYSTEMS  COORDINATING. COUNCIL  (WSCC) 


ARIZONA 


\RIZONA  PUBLIC  SERVICE  CO. 

279,111 

279,111 

UNION  OIL  OF  CAL 

63.0 

175,840 

PACIFIC  SOUT{-n:EST 

16.5 

46,053 

.  SAN  JOA'QUIN  REF 

16.5 

46,053 

BASIN  FUELS 

4.0 

11,165 

SALT  RIVER  PROJECT 

127,000 

127,000 

TESORO 

12.4 

15,748 

DOUGLAS  OIL  CO 

2.8 

3,556 

GUSTAFSON  OIL  CO 

.9 

i;i43 

MACMILLAN 

17.0 

21,590 

POWER INE  OIL  CO 

18.1 

22,987 

LITTLE  AMERICA 

19.7 

25,019 

SAN  JOAQUIN  REF 

29.1 

36,957 

• 

rUGSON  GAS  &  ELEC 

282,105 

282,105 

GOLDEN  GATE  PETRO 

22.0 

62,063 

NAVAJO  REFINING 

5.0 

14;i05 

TOSCO 

'  43.0 

121,306 

UNION  OIL  OF  CA 

25.0 

70,526 

HOLLAND  OIL  (TOSCO) 

5.0  • 

14,105 

CALIFORNIA 

BURBANK  CITY  PUBLIC  SER. 

60,000 

60,000 

ARCO 

•  100.0 

60,000 

GLENDALE  PUBLIC  SERVICES 

113,000 

113,000 

POWER INE  OIL  CO 

100.0 

113,000 

IMPERIAL  IRRIG'ATION  DISTR 

45,500 

45,500 

CRESCENT  REF&0(GULF) 

100.0 

45,500 

* 

LOS  ANGELES  DEPT  OF  WATER&LT 

1, 258,000 

• 

- 

•  1,258,000 

ARCO 

59.8 

752,284 

EDGINGTON"OIL  CO 

20.9 

'  262,922 

.  PETR03AY 

7.6 

95,608 

NEWHALL  REFINING  CO 

5.0 

62,900 

SAN  JOAQUIN  REF 

3.5  • 

44,030 

polt:kine  oil  CO 

3.2 

40,256 

PACIFIC  GAS  &  ELECTRIC  CO 

1,603,000 

1,603,000 

ARCO 

71.3 

1,  142,939 

UNION  OIL  OF  CA 

4.7  • 

75,341 

PHILLIPS  PETROLEUI'I 

24.0 

384,720 
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•ASADENA  POWER  CO. 

108,529  • 

108,529 

GOLD  EAGLE 

100.0 

108,529 

AN  DIEGO  GAS  &• ELECTRIC  CO. 

667,634 

.  667,634 

UNION  OIL  OF  CA 

29.8 

198,954 

HIRT 

16.2 

108,157 

EDGINCTON  OIL  CO 

21.3 

142,206 

TESORO 

32.7 

218,317 

;OUTHERN  CALIF  EDISON 

3,518,000 

3  ,518,000 

STD.OIL-CAL 

50.1 

1,762,518 

TEXACO  ' 

9.7 

341,246 

APCO 

7.8 

274,404 

EXXON 

-  20.4 

717,672 

PACIFIC  RESOITRCES 

6.8 

239,224 

MACMILLAN  R.F.  OIL 

3.0 

105,540 

CONOCO 

2.2 

77,396 

COLORADO 


COLORADO  SPRINGS  LT  &  PV7R 

0 

0 

a>*;ar  LT  & 

0 

Q 

'UB  SERV  COLORADO 

13,688 

13,658 

plateau  INC 

20.1 

2,751 

REF.  CORP 

43.5 

5,954 

CONOCO 

36.4 

4,983 

MONTANA 

■lONTANA  POWER 

0 

0 

NEVADA 

JEVADA  POWER  COMP.ANY 

103,640 

• 

103,640 

GUSTAFSON  O.IL  CO 

54.0 

55,966 

HUSKY  OIL  COMPANY 

46.0 

47,674 

SIERRA  PACIFIC  POWER 

26,486 

26,486 

GOLDEN  GATE  PETRO 

- 

100.0 

26,486 

NE\-:  MEXICO 

PLAINS-  ELEC  GEN  &  TRANSM 

0 

0 

PLATEAU  INC 

97.8 

0 

CARIBOU  4  CORNERS 

2.2 

0 

PUB  SERV  NE\*7  MEXICO 

0 

•0 

PLATEAU  INC 

39.8 

0 

SHELL 

26.4 

0 

TlfRIFTWAY 

5.4 

'  0 

NAVAJO  REFININ'^ 

. 

24.1 

0 

STD  OIL-TEXAS 

4.3 

0 
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PACIFIC  POWER  <Sc  LIGHT  CO 

204 

STD  OIL  (IND) 

100.0 

204 

TEXAS 

* 

COMMUNITY  PUB  SERV 

24,898 

STD  OIL-TEXAS 

100.0 

24,898 

EL  PASO  ELECTRIC 

51,912 

SOUTHERN  UIn'ION 

74.5 

38,675 

TESORO 

25.5 

13',  237 

UTAH 

UTAH  POWER  &  LIGHT  CO. 

0 

BLACXLINE  AS PH.  SALES 

100.0 

0 

V7ASHINGT0N 

PUGET  SOUND  POVTER  &  LIGHT  CO. 

0 

ROSSO  INC 

1.0 

0 

PACIFIC  NORTHERN 

16.0 

0 

HOME  OIL  CO. 

2.0 

0 

SOUTH  CENTER  OIL 

16.5 

0 

LILYBLAD 

8.5 

0 

CASCADE 

8.0 

0 

OLDS  OLYMPIC 

4.0 

0 

SHELL  ■ 

•  44.0 

0 

SEATTLE  DEPT  OF  LI 

0 

SHELL 

100.0 

0 

204 


24,898 


51,912 


0 


TACOMA  DEPT  OF  PUBLIC  UTIL  0  0 

10.  ASCC 


ALASKA 


CORDOVA,  TOU’N  OF  0 

•  '  X 


HAWAII 

HAWAIIAN  ELECTRIC  COMPANY 

690 

STD  OIL-CA 

HILO  ELEC  LT 

52 

STD  OIL-CA 


574 

100.0 

690,574 

690,574 

664 

100. 0 

52,664 

52,664 
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AUAI  ELECTRIC 
•  STD  OIL-CA 

14,064 

100:0 

14,064 

14,064 

AUI  ELECTRIC 
*  STD  OIL-CA 

30,757 

100.0 

30,757 

30,757 

ll.  NOT  OTHERWISE  CLASSIFIED 

# 

■ 

. . . 

UA>I  PWR  AUTH 

U.S.  NAVY 

131,610 

100,0 

131,610 

131,610 

UERTO  RICO  WATER  RESOURCES 
•  COI'EIONT-JEALTH  OIL 

PUERTO  RICO  SU>:  C ‘L 
CARIBPEAN  GULF  REI 

1,855,350 

50.0 
30.0 
20'.  0 

927,675 

556,605 

371,070 

1,855,350 

T  CROIX,  V.I.  VJTR  P^vR 

AMERADA  HESS  CORP 

■  34,947 

100.0 

34,947 

34,947 

T  THOMAS,  V.I.  RTR  PR^^ 

AMERADA  HESS  CORP 

46,202 

100.0 

46,202 

Ue,202 

[FR  DOC.7&-10400  Plied  4-22-75:8:45  wnl 


FEDERAL  REGISTER,  VOL.  40,  NO.  79 — WEDNESDAY,  APRIL  23,  1975 


